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Objective 

The aim of this study was to evaluate the surgical impact of benign ovarian mass on ovarian reserve as measured 
by serum follicle stimulating hormone (FSH), estradiol (E2) and anti-Mullerian hormone (AMH) levels, antral follicle 
count (AFC) and ovarian volumes. In addition, the differences in ovarian reserve impairment between endometrioma 
cystectomy and non-endometrioma cystectomy were investigated. 

Methods 

In this prospective study, 22 patients of reproductive age (range, 18-35 years) with benign ovarian masses were 
enrolled to undergo laparoscopic cystectomy. Of whom 12 had endometriomas and 10 had non-endometriomas. On 
early follicular phase (day 3) of the cycle preceding the operation and three months after the laparoscopic cystectomy, 
serum levels of FSH, E2 and AMH, AFC and ovarian volumes were measured in all patients. Data were analyzed with 
Mann-Whitney cMest and Wilcoxon rank test using SPSS ver. 1 2.0 for statistic analysis. 

Results 

Median level of serum AMH was significantly decreased from 5.48 ng/mL (interquartile range [IQR], 2.80-7.47) before 
cystectomy to 2.56 ng/mL (IQR, 1.74-4.32) 3 months postoperation (/><0.05). On the other hand, no significant 
differences in FSH, E2, AFC and ovarian volumes were found between the preoperative and three months postoperative 
levels. In a subgroup analysis of the pathologic type of the ovarian cyst, postoperative serum AMH levels were 
significantly decreased in the endometrioma group, but not in the non-endometrioma group. 

Conclusion 

Serum AMH levels were significantly decreased after laparoscopic cystectomy without any changes of other ovarian 
reserve tests. 
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Introduction 

Benign ovarian cysts such as endometrioma, dermoid, serous 
or mucinous cystadenoma are seen frequently in young or 
reproductive aged women. Several surgical modalities can be 
performed to manage benign ovarian cysts. Over the last 10 
years, laparoscopic techniques such as fenestration and drain- 
age of the cyst and stripping/electrocoagulation of the cyst 
wall, and minilaparotomy have become increasingly common 
approaches for the surgical removal of benign ovarian tumors 
[1]. Recently, laparoscopic ovarian cystectomy is considered 
as the first-line choice and has gained increasing acceptance 
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among gynecologic surgeons [1-4]. However, the safety of 
these techniques in terms of ovarian damage to the operated 
gonad has recently been questioned. Also, surgical approach 
for benign ovarian tumor may cause unavoidable risk of dam- 
age to residual normal ovarian tissue or ovarian reserve. A 
great deal of evidence supports that the removal of ovarian 
cysts is associated with injury to the ovarian reserve [4,5]. 
During cystectomy, the damage to the ovarian reserve is not 
only due to the inadvertent removal of healthy ovarian tissue, 
but also vascular compromise due to electrosurgical coagula- 
tion or postsurgical inflammation may also cause damage 
[5,6]. The technique of the surgery may also affect the change 
in the ovarian reserve. 

Ovarian reserve is defined as the functional potential of the 
ovary, and reflects the number of the follicles left in the ovary 
at any given time. Recently, it has been shown that the serum 
anti-Mullerian hormone (AMH) may be a valuable marker of 
the ovarian reserve, which is menstrual cycle-independent and 
is unaffected by the use of oral contraceptive pills or gonad- 
otropin-releasing hormone agonists. AMH has been reported 
to be a good indicator of ovarian reserve and the ovarian 
response to stimulation for assisted reproductive technology 
programs [7]. There are some reports examining the role of 
AMH for the evaluation of ovarian damage after the ovarian 
surgery [8-12]. 

The aim of this study was to evaluate the surgical impact 
of benign ovarian mass on ovarian reserve as measured by 
serum follicle stimulating hormone (FSH), estradiol (E2) and 
AMH levels, antral follicle count (AFC) and ovarian volumes. 
In addition, the differences in ovarian reserve impairment 
between endometrioma cystectomy and non-endometrioma 
cystectomy were also investigated. 

Materials and methods 

1. Patients 

This prospective study was conducted on 24 patients, who 
were enrolled to undergo laparoscopic cystectomy between 
December 2010 and September 2011. Before enrollment, 
they were diagnosed as having uni-/bi lateral benign ovarian 
cyst(s) by transvaginal ultrasound examination and histologi- 
cally confirmed after surgery. Inclusion criteria were as fol- 
lows: 1) 18 to 35 years of age with regular menstrual cycles 
(21 to 35 days); 2) no clinical signs or ultrasound evidence 



suspicious of ovarian malignancy; and 3) no evidence of any 
other endocrine disorders such as diabetes mellitus, thyroid 
dysfunction, hyperprolactinemia, congenital adrenal hyper- 
plasia, Cushing's syndrome, or adrenal insufficiency. Patients 
with polycystic ovary syndrome according to the Rotterdam 
criteria [13], under any kind of hormonal treatment for at 
least 6 months, and with previous history of adnexal surgery 
were excluded from the study. Among 24 enrolled patients, 
one with unilateral endometrioma and counterlateral serous 
cystadenoma was excluded, and one with parovarian cyst 
was excluded. Finally, twelve with endometriomas (unilateral 
6, bilateral 6) and ten with non-endometriomas (unilateral 
9, bilateral 1; mature teratoma 6, mucinous cystadenoma 4) 
were analyzed. 

2. Methods 

Preoperatively, a blood sample was drawn to measure FSH, 
luteinizing hormone (LH), E2, and AMH during the early 
follicular phase (day 3) of the month in which surgery was 
scheduled. FSH and LH levels were determined using com- 
mercial kits by an immunoradiometric assay (DIAsource SA, 
Nivelles, Belgium) and E2 was measured by radioimmuno- 
assay (DIAsource SA). Serum AMH was assayed using an 
enzyme immunoassay (Immunotech SAS, Marseilles, France). 
Intraassay and interassay coefficients of variation of AMH 
were 12.3% and 14.2%, with detection limit of 0.14 ng/mL 
Transvaginal ultrasound examination was performed in the 
early follicular phase in order to estimate the ovarian volume 
and the AFC. The AFC was estimated as the total number of 
follicles measuring 2 to 10 mm in diameter within the ovary. 
The ovarian volume was calculated using the prolate ellip- 
soid fomular: n/6 x anteroposterior diameter x transverse 
diameter x longitudinal diameter (in cm). Preoperational 
ovarian volume were obtained by removal of the cyst vol- 
ume from the total ovarian volume. In order to preclude the 
interobserver variation, all ultrasound examinations were 
done by one investigator using the same equipment; 5-MHz 
endovaginal transducer (SSD 1000, Aloka, Tokyo, Japan). 
The blood sample and transvaginal ultrasound examinations 
were then repeated three months after the laparoscopic cys- 
tectomy in the same cycle phase. 

3. Procedure 

All the laparoscopic operations were performed under 
general anesthesia by same team of experienced pelvic en- 
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doscopists. The surgery was done as follows. A three-port 
laparoscopy technique was used: After an 1 1 -mm trocar was 
inserted through a subumbilical vertical incision, a 10-mm 
laparoscope was introduced and the pneumo-peritoneum 
was achieved by inflating with C0 2 (12 mmHg); a lateral 
10-mm operating port and a central suprapubic 5-mm oper- 
ating port were also inserted. After inspection of the perito- 
neal cavity, the cyst was freed and every effort was made to 
excise the cyst without spilling its contents, especially when 
the ultrasound diagnosis had revealed a dermoid cyst. Re- 
moval of the cyst was carried out carefully by identifying the 
cyst wall and removing it from the ovarian cortex by traction 
with grasping forceps. Bipolar electrocoagulation was ap- 
plied occasionally for hemostasis on the ovarian parenchyma 
with caution not to damage ovarian hillus and vascularity. 
The sutures were used for ovarian reconstruction. The cyst 
wall was removed from the abdomen by means of an endo- 
bag and all specimens obtained from operation were sub- 
mitted for pathology examination. 

4. Statistical analysis 

Statistical analysis was performed using the SPSS ver. 12.0 



(SPSS Inc., Chicago, IL, USA). Serum levels of FSH, LH, E2, and 
AMH were compared between each sampling point (preoper- 
ative^ and postoperatively at month 3) using Mann-Whitney 
W-test and Wilcoxon rank test. Correlations were calculated 
using the Pearson's test, f-value <0.05 was considered statis- 
tically significant. 



Results 

A total of 22 patients were included in this prospective 
study with a mean age of 26.4 ±4.6 years. Patients ages 
(mean±SD) were 27.0 + 4.3 years in the endometrioma 
group, and 25.6 ±5.3 years in the non-endometrioma 
group. Hormonal serum levels before the operation and 3 
months after surgery are shown in Table 1. Median level 
of preoperative serum AMH was 5.48 ng/mL (interquartile 
range [IQR], 2.80-7.47) similar with regular menstruated 
control women (5.40 ng/mL; IQR, 3.02-7.04) at same age 
range in our previous study [14]. However, median level 
of serum AMH was significantly decreased to 2.56 ng/mL 
(IQR, 1.74-4.32) at 3 months after operation (P<0.05). On 



Table 1 . The median levels of ovarian reserve markers before and 3 months after laparoscopic ovarian cystectomy (n=22) 





Before operation 


3 Months after operation 


lvalue 


Follicle stimulating hormone (mlU/mL) 


5.72 (4.83- 


7.05) 


6.05 (4.34-6.95) 


0.82 


Luteinizing hormone (mlU/mL) 


3.69 (3.02-4.21) 


3.25 (2.80-4.28) 


0.26 


Estradiol (pg/mL) 


58.97 (41.19 


-71.29) 


54.88 (35.40-76.42) 


0.89 


Anti-Mullerian hormone (ng/mL) 


5.48 (2.80- 


7.47) 


2.56 (1.74-4.32) 


0.02 a) 


Antral follicle count 


10.0(9.0-13.0) 


11.0(9.0-14.0) 


0.45 


Ovarian volume (cm 3 ) 


13.89(12.12 


-17.26) 


11.74 (8.61-15.38) 


0.22 


Values are median and interquartile range. 
a) P<0.05 by Mann-Whitney test. 








Table 2. Comparison of ovarian reserve 


markers before and 3 months after surgery according to pathologic type of the ovarian cysts 




Endometrioma (n=12) 


Non-endometrioma (n=10) 




Preoperation 


Postoperation 


Preoperation 


Postoperation 


Follicle stimulating hormone (mlU/mL) 


5.50 (4.44-6.88) 


5.51 (4.17-6.53) 


6.33 (4.89-7.05) 


6.59 (5.59-7.06) 


Luteinizing hormone (mlU/mL) 


3.43 (2.99-3.76) 


3.25 (2.43-3.79) 


4.11 (3.39-5.24) 


3.25 (3.01-5.17) 


Estradiol (pg/mL) 


65.24 (49.93-75.26) 


54.13 (42.89-74.04) 


46.72 (33.71-65.47) 


56.57 (26.08-76.42) 


Anti-Mullerian hormone (ng/mL) 


5.27 (3.12-7.08) 


2. 19 a) (1.49-3.60) 


5.75 (2.57-7.60) 


3.38 (1.77-6.28) 


Antral follicle count 


9.00 (8.50-13.00) 


10.50 (8.50-4.00) 


10.50 (9.00-15.00) 


13.00 (9.00-14.00) 


Ovarian volume (cm 3 ) 


13.72 (12.61-8.32) 


11.32 a) (8.02-14.26) 


14.42 (11.21-6.00) 


14.64 (9.77-8.29) 



Values are median and interquartile range. 
a) /><0.05 by Mann-Whitney test. 



www.ogscience.org 



123 



Obstetrics & Gynecology Science 

Vol. 57, No. 2, 2014 



12.00- 



10.00- 



S.OO- 



6.00- 



4.00- 



2.00- 



0.00- 



T 



Preoperation Postoperation Preoperation Postoperation 
Endometrioma Non-Endometrioma 

Fig. 1. The box plot represents the serum anti-Mullerian hormone 
(AMH) levels before and 3 months after laparoscopic cystectomy 
according to the pathologic type. Serum AMH levels were signifi- 
cantly decreased after laparoscopic cystectomy for endometrio- 
mas. Data are given as Box-and-whisker plots. Lines inside boxes 
indicate median, and the upper and lower limits of the boxes and 
whiskers indicate interquartile and total ranges. a) P<0.05 by Mann- 
Whitney test. 

the other hand, no significant differences in FSH, E2, AFC 
and ovarian volumes were found between the preopera- 
tive and three months postoperative levels. Compared with 
postoperative AFC, postoperative serum AMH levels showed 
significant positive correlations (/■= 0.505, P = 0.01). In a 
subgroup analysis of the pathologic type of the ovarian cyst, 
3 months postoperative serum AMH levels, of which the 
preoperative median level was 5.27 ng/mL (IQR, 3.12-7.08), 
were significantly decreased to 2. 1 9 ng/mL (IQR, 1 .49-3.60) 
in the endometrioma group compared with non-endometri- 
oma group (Table 2, Fig. 1). Before cystectomy, serum AMH 
levels of women with bilateral endometrioma were 4.48 ng/ 
mL (IQR, 3.44-6.52), already lower than those of women 
with unilateral endometrioma (6.36 ng/mL; IQR, 2.80-7.56), 
however, it was not statistically significant. Postoperative 
AMH levels of unilateral and also bilateral endometrioma 
were significantly decreased compared to preoperative AMH 
levels by Wilcoxon rank test. However, postoperative AMH 
levels of unilateral non-endometrioma were not significantly 
decreased compared to preoperative AMH levels. 



Discussion 

The treatment of benign ovarian cysts should be both cura- 
tive and conservative [15]. Laparoscopic ovarian cystectomy 
usually is considered as the approach of choice for treating 
benign ovarian cysts. Compared with laparotomy, laparoscopy 
is associated with a faster recovery, better and closer visu- 
alization, shorter hospital stays, and less possible adhesion 
formation [16]. In the present study, a total of 22 patients un- 
derwent surgery by laparoscopic ovarian cystectomy. Benign 
ovarian cysts such as ovarian endometrioma are common in 
young women, so the technique used for surgery is crucial for 
sparing ovarian tissue and residual ovarian function after op- 
eration is important [1 7]. The present study was attempted to 
investigate the influence of ovarian cystectomy on the ovarian 
reserve by assessing the levels of serum FSH, E2 and AMH, 
AFC and ovarian volumes. Also, the differences in ovarian 
reserve impairment between endometrioma cystectomy and 
non-endometrioma cystectomy were investigated. Consider- 
ing the folliculogenesis initiated before 3 months ago, markers 
of ovarian reserve were measured before the operation and 
3 months after surgery in this study. And also, there were in- 
consistent results about the serial changes in the serum AMH 
after cystectomy. Celik et al. [8] measured the serum AMH 
until 6 month after cystectomy which was gradually declined. 
Chang et al. [9] reported the serum AMH was declined after 
cystectomy, then, gradually increased after one month, and 
that there was 65% recovery of the preoperative level after 3 
months. 

Although various test and markers of ovarian reserve have 
been reported, the clinical value of testing for basal FSH and 
inhibin-B value is limited. Ultrasonographic markers, such as 
AFC and ovarian volume, can be used as indicators of ovarian 
reserve, but it is difficult to assess the exact number of antral 
follicles and ovarian volume of the cystic ovary before cystec- 
tomy [18,19]. In this study, AFC was similar even after cystec- 
tomy. In other studies, AFC were found to be significantly in- 
creased after cystectomy unexpectedly [8,20]. We speculated 
that it could be a consequence that the preoperative AFC may 
be undercounted beyond the ovarian tumor or it may be due 
to a reactive response of ovarian parenchyma after surgery 
[8]. Recently, AMH produced by granulosa cells of the prean- 
tral follicles and antral follicles was suggested to be a good 
indicator of ovarian reserve and ovarian response to gonado- 
tropin stimulation. Serum AMH levels appears to correspond 
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well with AFC and ovarian response to hyperstimulation in 
in vitro fertilization [10]. It was suggested that AMH was a 
superior marker for predicting ovarian response over either 
age, FSH, or inhibin B [7,21]. Our study demonstrated that 
serum AMH levels were significantly decreased after 3 months 
postoperatively. Also, postoperative serum AMH level has sig- 
nificant positive correlations with postoperative AFC. On the 
other hand, there were no significant differences in FSH and 
E2 between the preoperative and three months postoperative 
levels. Considering serum FSH levels were not elevated until 
the perimenopausal transition even though the ovarian re- 
serve was reduced after mid-thirties, serum FSH could be less 
sensitive to detect the change of ovarian reserve after meticu- 
lous cystectomy. Celik et al. [8] also reported that serum levels 
of FSH and E2 at 6 months after operation were not different 
compared with preoperative levels. We agree with their opin- 
ion that basal FSH, E2, and inhibin B have low sensitivity in 
detecting the early decrease in the ovarian reserve [22]. 

Several possible mechanisms underlying the reduction of 
ovarian reserve related ovarian cystectomy can be hypothe- 
sized [5]. First, the damage may precede surgery, i.e., the cyst 
itself may cause negative effects on the surrounding tissue 
[23]. Based on the histological analysis, it has been reported 
that the ovarian tissue surrounding the endometrioma cyst 
wall is morphologically altered and possibly not functional, 
thus suggesting that a functional disruption may already be 
present before surgery [24]. Histological alterations involving 
endometriomas did not appear to be present when the ovar- 
ian cortex surrounding mature teratoma and cystadenomas 
were studied [5,25]. Second, a considerable amount of ovar- 
ian tissue containing follicles is unintentionally removed dur- 
ing cystectomy, which leads to the decrease in ovarian reserve 
[23,25]. The removal of any benign cyst inadvertently leads to 
the removal of ovarian tissue, but the effect is more significant 
in endometriomas [17]. Muzii et al. [25] proposed that this 
difference was due to the presence of a pseudocapsule in an 
endometrioma versus a real capsule in a non-endometriotic 
cyst, which had a separate tissue plane making the dissec- 
tion from tissue easy [17]. We also found that according to 
the pathologic type of the cyst, patients with ovarian endo- 
metriomas had significantly decreased serum AMH level at 
3 months postoperativly compared with non-endometrioma 
cyst. Third, it could be directly damaged from electrosurgi- 
cal coagulation for hemostasis. Furthermore, the reduction 
could be a consequence of damage to ovarian vasculature 



or an inflammation-mediated injury resulting in the loss of 
healthy ovarian follicles [9]. 

There are some reports examining the role of AMH for the 
evaluation of ovarian damage after the ovarian surgery [8- 
12]. Most of them were retrospective study or investigated 
only with endometrioma, or measured the serum AMH only. 
In this prospective study, we measured the serum AMH, FSH, 
E2, AFC, and ovarian volume in women with the endome- 
trioma and non-endometrioma. Serum AMH levels were sig- 
nificantly decreased after laparoscopic cystectomy without the 
changes of other ovarian reserve markers. Serum AMH could 
be a delicate marker to provide surgical impact on ovarian 
reserve. Postoperative serum AMH levels were significantly 
decreased especially in endometrioma group, but not in non- 
endometrioma group. However, we could not analyze in the 
aspect of endometriosis stage or cyst size because of limited 
number. Further studies are required with larger sample size 
and histological evaluation to clarify the relation between the 
change of serum AMH and actual loss of ovarian reserve. 

In conclusion, our results suggest that the laparoscopic cys- 
tectomy for benign ovarian masses, especially endometrioma, 
causes a postoperative decrease of serum AMH levels. We be- 
lieve serum AMH could be reliable and easily measurable test 
to evaluate the surgical impact on ovarian reserve. 
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